To:  Way,  Stevenfway. steven@epa.gov] 

Cc:  Petri,  Elliott[Elliott. Petri@WestonSolutions.com];  Goertz, 

Dave[Dave. Goertz@WestonSolutions.com] 

From:  Christner,  Jan 

Sent:  Sun  10/4/2015  5:49:55  PM 

Subject:  Draft  Reclamation  Plan 

Appendix  A - Installation  Instructions  - Excelsior  Blanket.pdf 

DRAFT  Reclamation  Plan  -1 0-02-201 5.docx 
DRAFT  Reclamation  Plan  -10-02-2015.pdf 


Steve, 


I thought  I’d  sent  this  Friday  night  but  it  doesn’t  show  in  my  “sent”  folder.  I even  remember 
writing  the  e-mail.  Oh,  well,  so  much  for  electronic  communication. 


Please  see  the  attached  DRAFT  Reclamation  Plan  for  the  Gold  King  Treatment/Stabilization 
project.  I’ve  attached  both  the  pdf  version  that  has  all  tables  and  graphs  and  the  Word  document 
for  your  convenience.  This  document  is  submitted  for  your  review  and  comment.  Please  contact 
me,  Elliott,  or  Dave  if  you  have  questions  or  comments. 


Jan 

CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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